










High \ 
Frequency 


Guaranteed to take good Radio- 
graphs of Chest and Pelvis. 


X-Ray tube and holder not included. 
Price, $160.00 


i Price, $50.00 
Victor No. 1 Wall Plate 








NEW YORK: 110 East 23d Street 
BOSTON: 727 Boylston Street 


X-RAY COIL 





LIFE IS TOO SHORT 


N 


AND 
TIME TOO PRECIOUS 


to be wasted in attempting to 
get results with imperfect and 
inefficient apparatus. 


START RIGHT 


by selecting the best, which in 
things Electrotherapeutical is 


VICTOR 


Only from a reliable appa- 
ratus can definite results be 
expected. Choose your instru- 
ments carefully. Why do our 
competitors so frequently com- 
pare their product with ours! 
Why do they copy our cuts? 
Why do they attempt to copy 
our patterns? It is their way 
of admitting that VICTOR 
goods have come to be ac- 
cepted as the standard of 
quality. Write us when in- 
terested in anything electrical. 


Victor Electric 
Main Office 


Company and Factory: 
55-61 Market St., Chicago, Ill. 





currents under perfect control. 


Portable 
Vibrator 








PHILADELPHIA : 
411 Mint Arcade Building 


The only apparatus made giving all sinusoidal 


Price, 
$45.00 
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